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LIMITED OFFICIAL USE STATE 073600 

E.O. 11652: NXA 
TAGS: BBAK, PE 

SUB J : CALMAQUIP ENGINEERING CORPORATION 
REF: LIMA 2660; BREWER/RUEDA TELCON 4/5/74 

1. MIAMI REGIONAL OFFICE CONTACTED MR. GOODWIN, ADMINISTRATOR, 

MIAMI INTERNATIONAL HOSPITAL WHO CONFIRMED PROCUREMENT OF WIDE 
VARIETY OF HOSPITAL EQUIPMENT UNDER TURN KEY TYPE PROIECT FROM 
CALMAQUIP, INCLUDING SURGICAL INSTRUMENTS, X-RAY EQUIPMENT, BOILERS, 
CHILLERS, ETC. GOODWIN EXPRESSED CONSIDERABLE SATISFACTION WITH 
HIGH QUALITY OF EQUIPMENT SUPPLIED BY CALMAQUIP AND IS WILLING TO 
PROVIDE LETTER OF RECOMMENDATION CONCERNING FIRM, IF REQUESTED. 

2. EXIMBANK ADVISED THAT CALMAQUIP SUPPLIED EVERYTHING FROM 
HYPODERMIC NEEDLES TO HOSPITAL TRUCKS UNDER A DIRECT CREDIT IN 
1973 TO CENTRO POLICLINICO, SANTO DOMINGO. EXIMBANK NOT AWARE OF 
ANY PROBLEMS CONCERNING EQUIPMENT SUPPLIED BY SUBJECT FIRM. 
DECONTROL AFTER 1 YEAR. KISSINGER 
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